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DPS~1720 
Copy :2-ef 3 


23 June 1948 


Dear Sid: 


Reference your letter GHCC Doc, Ho, 151X5.1145 dated 13 June 
1958 and our letter No. DPS.1114 dated 5 June 1958 regarding 
quantities of approved Three-Channel Data Reduction Spares Lists, 


Please change the number of approved spares lists for 
Sail ane nt No, 2 to: three Lists Y-~A, Rev. B, and two Liste Y.-B, 
Ve . 


GHG Doc. No. 151%5,1107 which sets forth your recommendations 
for Customer No, 2 Depot Spares and CHCC Doc. No. 15125.1106 which 
Sets forth FAK Spares for the E Rack are currently being reviewed 
by Customer No, 2, 


Sincerely, 
Dan 
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